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The best design. 

The best performance. 

Total Freedom - JABRA Freespeak 250 lets you enjoy the benefits 
of hands-free and cord-free conversations all day. Freespeak 250 
works up to 30 feet away from your mobile phone - talk freely even if 
your phone is inside a pocket or across the room. 

Convenient - Touch a single button on the headset to use your 
mobile phone's powerful features such as voice dialing, call-waiting 
and last number redial. 

Superior Sound - JABRA's patented MiniGel™ channels sound 
directly into your ear for better reception. The uni-directional 
microphone reduces background noises and improves your ability 
to hear conversations clearly, even in noisy environments. 

Comfortable - Weighing less than one ounce, the discreet, 
contoured design of the soft elastomer body fits securely and 
comfortably behind your ear. It's so comfortable that you will forget 
you are wearing it. 

Reliable - Up to 8 hours of talk time and up to 240 hours of 
standby time between charges. 

JABRA FreeSpeak 250 Features: 

■ Lithium polymer battery is rechargeable and long-lasting 

■ JABRA MiniGels in standard and small sizes fit in either ear 

■ Volume control button provides one-touch access, especially 
useful in noisy environments 

■ Secure voice transmission provided by Bluetooth's advanced 
communications protocols 

■ Multi-function on/off button supports voice-activated dialing 
and advanced commands (varies by phone model) 
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Design 



Contoured for a secure, behind-the-ear fit. Lightweight, 
weighs less than 1 ounce. 



Multi-function button 



Supports voice-activated dialing and advanced 
commands (varies by phone model). 



JABRA MiniGel " 



Ensures superior sound clarity. Works in either ear. 
Two sizes included - standard and small. 



Volume control button 



Easy, one-touch access on headset. 
Charger/holder 



Includes a belt clip. 
Microphone 



Maximizes voice clarity over background noise. 



Safety and Emissions Approvals 

Where applicable, approvals have been granted by one of more of the following agencies: FCC, UL 
(US/Canada), CE, Industry Canada. Additional agency approvals pending. 
© 2004 JABRA, a GN Netcom company. All rights reserved. Design and specifications subject to 
change without notice. Bluetooth is a trademark owned by Bluetooth SIG, Inc. and is used by 
JABRA under license. 




The JABRA FreeSpeak 250 - 
All-day, hands-free comfort. 



Specifications: 

Fully compliant with Bluetooth " version 1.1 (or higher) 
devices that support the headset or hands-free profile. 
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Headset Dimensions: 


0.5 in. x 2.375 in. x 4 in. / 




1 .27cm x 6.03cm x 1 0.1 6cm 


Charging Cradle 


1.25 in.x2 in. x 2.25 in. / 


Dimensions: 


3.1 7cm x 5.08cm x 5.71 cm 
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Standard 


0.87 in.x 0.55 in.x 0.37 in./ 




22mm x 14mm x 9.5mm 


Small 


0.60 in.x 0.55 in.x 0.27 in./ 




15.25mm x 14mm x 7mm 


Functional Range: 


Up to 30 feet/ 10 meters 


Typical Talk Time: 


Up to 8 hours (depends on 




phone model and usage) 


Typical Standby Time: 


Up to 240 hours 


Typical Charging Time: 


2 hours 


Battery Type: 


Rechargeable lithium polymer 


Maximum Bluetooth 


0.0025 watts (1% or less of 


Radio Frequency Power: 


a typical mobile phone's 




radio frequency power) 


Materials: 




MiniGel: 


PVC (polyvinyl chloride) plastic 


Headset Casing: 


Primarily thermoplastic 




polyurethane and 




polycarbonate plastics. 
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